1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


BILL NO. S-74-12-^.2- 


SPECIAL ORDINANCE NO. S- 9~ 7S ^ 


AN ORDINANCE approving a contract with GRAYBAR 
ELECTRIC COMPANY for Lighting Fixtures 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. A certain contract dated November 19, 1974, between 

the City of Fort Wayne, by and through its Mayor and the Board of Public Works 

and GRAYBAR ELECTRIC COMPANY, for: 

30 Wide-lite for underpasses $4,507.50 

50 Wire guards for above 221.00 

20 Lens for above lights 168.00 


$4,896.50 


all as more particularly set forth on CITY UTILITIES PURCHASE ORDER NO. 
5789, which is by reference incorporated herein and made a part hereof, is 
hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval bv the Mavor. 



APPROVED AS tO FORM 
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at tlia~CQuncH Cn^Eirs^ City-lJoiiiity fea- 


the —-■"— ' d ay bS •' ___? 19'7_ 



















































































Bill No. S-74-12-22 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 9 your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving a contract with GRAYBAR ELECTRIC COMPANY for Lighting 


Fixtures 



- COhr 'IN 

PAT 


AN, CITY CLERIC 





























THE CITY OF FORT WAYNE 

board of public works 


November 26, 1974 



The Common Council 
Fort Wayne, Indiana 


Gentlemen and Mrs. Schmidt: 


The Board of Public Works Is requesting “Prior Approval' 1 of Purchase Order 
No. 5789 to Graybar Electric Company for $4,896.50. 

It is necessary to secure this order before December 10, 1974 or price is 
not firm. 

An Ordinance will be submitted for formal approval at a later date. 



MEMBERS OF THE COMMON COUNCIL 
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UmiTIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


ORIGINAL 57S9 

PURCHASE ORDER NO- ----- 


r 


L_ 


Graybar Electric Co. 
5425 Distribution Dr. 
Ft. Wayne, Indiana 



SHIP TO - 


KXXXX Light Construction 

1701 S. Lafayette St. 
Ft. V/ayne, Indiana 


MAIL ALL INVOICES TO - y 

CITY UTILITIES 
GENERAL ACCOUNTING 
4fh FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


50 

20 


Wide-lite for underfasses #BL 250 CWRS-LX 
fixtu res 

-e guards for above light fixtures-WG-25 
Lens for above lightsClens broken) 

If 10-Net-30 

F.O.B. : De Iivered-Prices fi 30 days 
for shipment in 90 days. ^/ ~p 

Per Quote ,t’696 ^ % 

SUBJECT TO COUHCILMANIC APPROVAL 


J K/ I e 


I h 


150.25 

4.42 

3.40 


i tU 


4507 
22 I 
168 


4896 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CAS OUNT WILL 































DIGEST SHEET 


TITLE OF ORDINANCE Special Ordinance 
.DEPARTMENT REQUESTING ORDINANCE _ Board of Public Works _ 

SYNOPSIS OF ORDINANCE City Utilities Purchase Order 5789 covers their purchase 
of Lighting Fixtures from Graybar Electric Company in amount of $4,896.50. 


SEE "PRIOR APPROVAL" ATTACHED 



EFFECT OF PASSAGE Provide elevation lighting for Anthony. Hanna & Pontiac Streets 


EFFECT OF NON-PASSAGE PRIOR APPROVAL OBTAINED 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Cost to Utility $4,896.50 


ASSIGNED TO COMMITTEE _ 

































